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CALORIFIC POWER OF VARIOUS COMBUSTIBLES.

Constituent.
	B.T.U.
	C.U.

Carbon to carbon dioxide Carbon to carbon monoxide   -Hydrogen to water        .... Methane to carbon dioxide and water    -Ethylene       ...... Sulphur to sulphur dioxide
	14,500 4,327 61,524 24,513 21,345 3,891
	8,080 2,404 34,i8o 13,063 11,858 2,162

"Wood   .......
	4,500 to 7,200
	2,500 to 4,000

Coal      .......
	11,500 to 16,200
	6,500 to 9,000

Natural oil    ......
	18,000
	10,000

Coal-gas        ......
	19,800
	11,000

VOLUMES OF WATER AT DIFFERENT TEMPERATURES

Temperature Centigrade.
	\ Volume.
	Temperature Centigrade.
	Volume.

O
	I.
	21
	I.OOI776

I
	0.999947
	22
	1.001995

2
	0.999908
	23
	r.OO2225

3
	0.999885
	24
	1.002465

4
	0.999877
	25
	I.OO27I5

5
	0.999883
	30
	1.004064

6
	0.999903
	35
	1.005697

7
	0.999938
	40
	1.007531

8
	0.999986
	45
	1.00954!

9
	1.000048
	5o
	I.OII766

10
	I.OOOI24
	55
	I.OI4IOO

ir
	I.0002I3
	60
	I.OI6590

12
	1.000314
	65
	I.OI93O2

13
	1.000429
	70
	1.022246

14
	1.000556
	75
	1.025440

15 16
	1.000695 1.000846
	80 85
	1.028581 1.031894

17
	I.OOIOIO
	90
	1-035397

18
	1.001184
	95
	1.039094

19
	1.001370
	100
	1.042986

20
	1.001567
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